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FOREWORD 

HE policy of this company today is ex- 
actly that which has been in effect since its 
inception: to make an honest quality 
product of Practicability, Durability 
and Excellence. The growth of our 
Company has necessitated additions to 

our factory from time to time, and today we have a most 

complete and efficient plant. 

The general trend of this industry has been to eliminate 
a multiphcity of designs. Patterns of accepted design and 
simplicity have been approved, and our manufacturing 
department is always on the alert to improve our product 
with the result that the line shown in this catalogue is 
very complete, practical and of sufficient variety to answer 
• the requirements of any demand. 

All the illustrations have been made from actual photo- 
graphs of the articles as shown, enabling the purchaser to 
see all details of fixtures selected. 

Our constant aim is to give our customers the best prod- 
uct obtainable and also the services that leaves nothing 
to be desired. 
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MODEL BATHROOM "A' 



Wiite^^tate0 Enameled Ware shown in the above Model Bathroom consists 
of the following: — 

"Minerva" Recess Bath Plate D-130 
"Ajax" Pedestal Lavatory Plate D-400 
"Perfection" Closet Tank Plate D-905 

These articles are fully described on other pages in this catalogue. 
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MODEL BATHROOM "B' 



Zfmte^<0tate0 Enameled Ware ^hovm in the above Model Bathroom consists 
of the following: — 

*'MlNERVA'* Corner Bath Plate D-110 

*'Wilpen" Pedestal Lavatory Plate D-405 
"Perfection*' Closet Tank Plate D-905 

These articles are fully described on other pages in this catalogue. 
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MODEL BATHROOM "C 



Zhite&^tate0 Enameled Ware shown in the above Model Bathroom [consists 
of the following: — * 

"Minerva" Corner Bath Plate D-101 • 

"Ajax" Pedestal Lavatory Plate D- 401 
"Perfection" Closet Tank Plate D-905 -' 

These articles are fully described on other pages in this catalogue. 
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MODEL BATHROOM "D' 



Wiite&^tate0 Enameled Ware shown in the above Model Bathroom consists 
of the following: — 

"Climax" Bath on Pocko Base Plate D-251 
"Belnord" Wall Lavatory Plate D-460 

"Perfection" Closet Tank Plate D-906 

These articles are fully described on other pages in this catalogue. 
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The above illustration shows how the Wiite^0tate0 
^'Minerva'' Recess Bath is adaptable for use with 
overhead shower fittings. 
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The above illustration shows how the 'Unite^^tate0 
"Minerva" Corner Bath is adaptable for use with 
overhead shower fittings. 
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MINERVA— PLATE D-104 



Zlnite&0tate0 Enameled All Over, One-piece Minerva Corner Bath with 3% 
inch exposed rim and 23^ inch concealed rim. Left hand outlet with concealed 
fittings in left hand wall. 

DIMENSIONS 

Width over all 31" Height over all 18" 

Width inside 24^'' Depth inside ir' 

Nominal size 5' 53^^' 

Length over all \ 60" 66" 

Length inside 54" 60" 

When ordering specify number and size. 
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MINERVA— PLATE D-lOO 

For left hand corner with left hand 
outlet. Concealed Fittings in left hand 
wall. 



MINERVA— PLATE D-101 

For left hand corner with right hand 
outlet. Exposed Fittings at right hand 
end. 







MINERVA— PLATE D-I02 

For left hand corner with left hand 
outlet. Concealed Fittings in center of 
back wall. 



MINERVA— PLATE D-103 

For left hand corner with left hand 
outlet. Concealed Fittings in back wall 
at corner. 



For description and dimensions see opposite page. 
When ordering specify number and size. 
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MINERVA— PLATE D-111 



74: 



Wiite^^tate0 Enameled All Over, One-piece Minerva Corner Bath with 33. 
inch exposed rim and 23^ inch concealed rim. Left hand outlet with exposed 
fittings at left hand end. 

DIMENSIONS 

Width over all 31" Height over all. . 18" 

Width inside 24^" Depth inside 17" 

Nominal sizes 5' 53^' 

Length over all 60" m" 

Length inside 54" 60" 

When ordering specify number and size. 
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MINERVA—PLATE D-110 

For right hand corner with right hand 
outlet. Concealed Fittings in right hand 
wall. 



MINERVA— PLATE D-112 

For right hand corner with right hand 
outlet. Concealed Fittings in center of 
back wall. 
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MINERVA— PLATE D-113 

For right hand comer with right hand 
outlet. Concealed Fittings in back wall 
at comer. ; 



MINERVA PLATE D-114 

For right hand corner with right hand 
outlet. Concealed Fittings in right hand 
wall. 



For description and dimensions see opposite page. 
When ordering specify number and size. 
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MINERVA— PLATE D-120 



Zfmte^0tate0 Enameled All Over, One-piece Minerva Recess Bath with Z% 
inch exposed rim and 2i^ inch concealed rim. Left hand outlet with concealed 
fittings in left hand wall. 

DIMENSIONS 

Width over all 31" Height over all 18" 

Width inside 24^" Depth inside 17" 

Nominal sizes 5' 53^' 

Length over all 60" 66" 

Length inside 55" 61" 

When ordering specify number and size. 
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MINERVA— PLATE D-122 

For recess with left hand outlet. Con- 
cealed Fittings in center of back wall. 



MINERVA PLATE D-123 

For recess with left hand outlet. Con- 
cealed Fittings in back wall at corner. 
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MINERVA— PLATE D-124 

For recess with left hand outlet. Con- 
cealed Fittings in left hand wall. 



MINERVA— PLATE D-126 

For recess with left hand outlet. Ex- 
posed Fittings in front at left hand end. 



For description and dimensions see opposite page. 
When ordering specify number and size. 
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MINERVA— PLATE D-134 



Wiite^0tate0 Enameled All Over, One-piece Minerva Recess Bath with 3^ 
inch exposed rim and 23^ inch concealed rim. Right hand outlet with concealed 
fittings in right hand wall. 

DIMENSIONS 

Width over all 31'' Height over all 18'' 

Width inside 24Ji" Depth inside 17" 

Nominal sizes , 5' 5K' 

Length over all 60" 66" 

Length inside 55" 61" 

When ordering specify number and size. * 
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MINERVA PLATE D-130 

For recess with right hand outlet. 
Concealed Fittings in right hand wall. 



MINERVA— PLATE D-132 

For recess with right hand outlet. 
Concealed Fittings in center of back 
wall. 





MINERVA PLATE D-133 

For recess with right hand outlet. 
Concealed Fittings in back wall at cor- 
ner. 



MINERVA— PLATE D-136 

For recess with right hand outlet. Ex- 
posed Fittings in front at right hand 
end. 



For description and dimensions see opposite page. 
When ordering specify number and size. 
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ANGLO— PLATE D-151 For Left Hand Corner 
ANGLO— PLATE D-161 For Right Hand Corner 



7lnite^^tate0 Enameled One-piece Anglo Corner Bath, with 3 inch exposed 
rim and 2 inch concealed rim. Outlet at exposed end. Top Supply and Ideal 
Waste fitting at exposed end. 

Can be furnished Enameled All Over. 

DIMENSIONS 

Width over all. 29" Height over all. . .- 18" 

Width inside 24" Depth inside 17" 

Nominal sizes 43^' 5' 53^' 

Length over all 54" 60" 66" 

Length inside 49" 55" 61" 

When ordering specify number and size. 
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ANGLO— PLATE D-168 For Right Hand Corner 
ANGLO—PLATE D-158 For Left Hand Corner 



Wiite^0tate0 Enameled One-piece Anglo Corner Bath with 3 inch exposed 
rim and 2 inch concealed rim. Outlet at exposed end. Double Bath Cock 
and Connected Waste and Overflow fitting at exposed end. 

Can be furnished Enameled All Over. 



DIMENSIONS 

Width over all 29" Height over all. 

Width inside - 24" Depth inside. . . 



18" 

17" 



Nominal sizes 43^' 5' 

Length over all 54" 60" 

Length inside 49" 55" 

When ordering specify number and size. 



61" 
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ANGLO— PLATE D-154 For Left Hand Corner 
ANGLO— PLATE D-164 For Right Hand Corner 

Wiite&0tate0 Enameled One-piece Anglo Corner Bath with 3 inch exposed 
rim and 2 inch concealed rim. Outlet in corner. Concealed fittings in corner at 
outlet end. 

Can be furnished Enameled All Over. 

DIMENSIONS 

Width over all. 29" Height over all ig" 

Width inside 24" Depth inside 17" 

Nominal sizes 5/ ^yi 

Length over all gQ// gg// 

Length inside 55/^ ^y* 

When ordering specify number and size. 
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ANGLO— PLATE D-167 For Right Hand Corner 
ANGLO— PLATE D-157 FoR Left Hand Corner 



Wiite&^tate0 Enameled One-piece Anglo Corner Bath with 3 inch exposed 
rim and 2 inch concealed rim. Outlet in corner. Double Bath Cock and 
Connected Waste and Overflow fitting concealed in corner at outlet end. 

Can be furnished Enameled All Over. 

DIMENSIONS 

Width over all / 29" Height over all 18" 

Width inside - 24" Depth inside 17" 



Nominal sizes 5 

Length over all • ^^ 

Length inside ■ ^^ 

When ordering specify number and size. 



5J^' 
66" 
61" 
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ALCO— PLATE D-174 Outlet and Fittings at Left Hand I^nd 
ALCO— PLATE D-184 Outlet and Fittings at Right Hand End 



Wiite^0tate0 Enameled, One-piece Alco Recess Bath with 3 inch exposed 
rim and 2 inch concealed rim with concealed fittings in wall at outlet end. 
Can be furnished Enameled All Over. 

dimensions 

Width over all 29" Height over all ig-' 

Width inside 24'' Depth inside 17" 

Nominal sizes 41^'' 5' ^yt 

Length over all 53^^" 591^^^ ggi^/. 

Length inside. . 491^" 551^^^ gli^// 

When ordering specify number and size. 
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ALCO — PLATE D-187 Outlet and Fittings at Right Hand End 
ALCO — PLATE D-177 Outlet and Fittings at Left Hand End 

- " / ■ 

Ilnite^0tate0 Enameled One-piece Alco Recess Bath with 3 inch exposed 
rim and 2 inch concealed rim with Double Bath Cock and Connected Waste 
and Overflow at outlet end. 

Can be furnished Enameled All Over. 

DIMENSIONS 

Width over all ^ 29" Height over all 18" 

Width inside 24" Depth inside 17" 

Nominal sizes 43^' 5' 53^' 

Length over all 53^" 59^" 65}^" 

Length inside 49%" 55^" 613^" 

When ordering specify number and size. 
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CLIMAX PLATE D-250 



Wiite^^tate0 Enameled Climax Bath on Pocko Base, with 3 inch rim all 
around. Fitted with Double Bath Cock and Connected Waste and Overflow. 
Can be furnished with Enameled Base. 

DIMENSIONS 

Width over all 30" Height over all 22" 

Width inside 24" Depth inside IV 

Nominal sizes 4' 43^' 5' 5>^' 6' 

Length over all 48" 54" 60" m'' 72" 

. Length inside 42" 48" 54" 60" 66" 

' Can be furnished for Top Fill Fitting with Ideal Waste. Plate D-251. 

, When ordering specify number and size. 



Page 26 



%.\ 




^arjr 




^ 



^mmm^vw^mmimm^^^^m^m^^^'^^v^^^^^^^^ 




nrniieP 0tiite0 



CLIMAX PLATE D-255 



Ilniie^^tate0 Enameled Climax Bath on legs with 3 inch rim all around 
Fitted with Double Bath Cock and Connected Waste and Overflow. 

DIMENSIONS 

Width over all 30" Height over all 22" 

Width inside 24" Depth inside 17" 

Nominal sizes 4' 43^' 5' 53^' 6' 

Length over all 48" 54" 60" 66" 72" 

Length inside 42" 48" 54" 60" 66" 

Can be furnished for Top Fill Fitting with Ideal Waste. Plate D-256. 

When ordering specify number and size. 
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HARLEM— PLATE D-260 



Wiite^^tate0 Enameled Harlem Bath on legs, with 2 inch rim all around. 
Fitted with Double Bath Cock and Connected Waste and Overflow. 

DIMENSIONS 

Width over all 26" Height over all 22" 

Width inside 22" Depth inside 17" 

Nominal sizes 4' 4>^' 5' 5J^' 

Length over all 48" 55" 61" 67" 

Length inside 44" 51" 57" 63" 

Can be furnished for Top Fill Fitting with Ideal Waste. Plate D-261. 
When ordering specify number and size. 
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PORTABLE— PLATE D-275 



Wiite&J^tate0 Enameled Portable Hospital Bath with 3 inch rim all around, 

set on Iron Carriage with swiveled front axle, draw handle, and wheels with 

rubber tires. 

DIMENSIONS 

Width over rim 30" Height 22" 

Width inside 24" Depth 17" 

Nominal sizes 4' 4^^' 5' SJ^' 6' 

Length over rim 48" 54" 60" 66" 72" 

Length inside 42" 48" 54" 60" m" 

When ordering specify number and size. 
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FOOT BATH— PLATE D-300 

Zlmte^^tate0 Enameled Foot Bath on 
Base with 2^/^ inch roll rim on three sides 
and 5 inch extension rim at back for Bell 
Supply and Ideal Waste fixture through 
rim. 

DIMENSIONS 

Length over all 22" 

Height over all . . 153^" 

Width over all 22" 

Depth inside . H" 



Plate D-300 



FOOT BATH— PLATE D-310 

7Imte^J0tate0 Enameled Foot Bath on 
Legs with 2)4. inch roll rim on three sides 
and 5 inch extension rim at back for Bell 
Supply and Ideal Waste fixture through 
rim, 

DIMENSIONS 

Length over all 22" 

Height over all 153^" 

Width over all 22" 

Depth inside 11" 




Plate D-310 



When ordering specify number. 
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SITZ BATH— PLATE D-320 

Wiite^0tate0 Enameled Sitz Bath on 
Base with 3 inch roll rim and 5 inch exten- 
sion rim on both sides. Fitted with Bell 
Supply and Ideal Waste fixture through 
rim, 

DIMENSIONS 

Front to back over all 313^" 

Height at back 223^" 

Width over all 34" 

Height at front 15" 

Depth inside 10" 



i 



Plate D-320 



SITZ BATH— PLATE D-325 

Zlnite&0tate0 Enameled Sitz Bath on 
Legs with 3 inch roll rim and 5 inch exten- 
sion rim on both sides. Fitted with Bell 
Supply and Ideal Waste fixture through 
rim. 

DIMENSIONS 

Front to back over all 313^" 

Height at back 223^" 

Width over all. 34" 

Height at front 15" 

Depth inside 10" 




Plate D-325 



When ordering specify number. 
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RECEPTOR— PLATE D-340 

^nite^^tate0 Enameled all over One-piece shower Bath Receptor. To tile in 
recess. 

Nominal sizes 36x36" 42x42'' 

Concealed rim and exposed rim . 2.Yi" 234" 

Height over all iy^' ly^" 

Depth inside 6" %" 




RECEPTOR— PLATE D-345 

Wiite^0tate0 Enameled One-piece shower Bath Receptor. To tile in recess 
and set flush with finished floor. . 

Nominal size 36x36" 

Height over all 2^" 

Depth inside at outlet 2" ^ 

When ordering specify number and size. 
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NONPAREIL OVERFLOW AND SOAP CUP 




Regular Chain and Plug Lavatory with 
NONPARIEL Overflow and Soap Cup. 

The Nonpareil Overflow and Soap Cup is furnished on all lavatories except 
those furnished with Standing Waste which require no overflow and the 
lavatories -furnished with Pop-up combination fitting in which case the 
overflow is cast in the bowl. The Nonpareil Overflow is cast in the slab and 
enameled, it also serves as a soap cup which is self-draining and self-cleansing. 
The Nonpareil Overflow and Soap Cup is furnished only on lavatories made 
by this company 

PEDESTAL FLOOR ATTACHMENT 



I 




The floor attachment illustrated is furnished regularly with all pedestal lava- 
tones and securely fastens the pedestal to the floor. 
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AJAX— PLATE D.400 



Wiite&^tate0 Enameled Ajax Pedestal Lavatory with Nonpareil Overflow 
and Soap Cup. Rear outlet bowl. Fitted with Compression Faucets. 

Floor to top of slab 30" Depth of bowl 6" 

DIMENSIONS ' 

Nominal sizes 20 x24" 22 x28" 24 x32" 

Actual sizes 20 x24" 22 x28" 24 x32" 

Bowl 113^x16" 123^x17" 12J^xl7" 

Depth of apron 5" 5" 5" 

When ordering specify number and size. 
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I AJ AX— PLATE D-401 

ZTnite^^tatm Enameled Ajax Pedestal Lavatory with Nonpareil Overflow 
and Soap Cup. Rear outlet bowl. Fitted with Compression Faucets and Lifto 
Pop-up Waste. 

Floor to top of slab 30" Depth of bowl 6" 

DIMENSIONS 

Nominal sizes 20 x24" 22 x28" 24 x32" 

Actual sizes 20 x24" 22 x28" 24 x32" 

Bowl 111^x16" 12^x17" 123^x17" 

Depth of apron. 5" 5" 5" 

When ordering specify number and size. 
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AJAX~-PLATE D-402 

7lnite&0tate0 Enameled Ajax Pedestal Lavatory with Patent Overflow in 
bowl. Rear outlet bowl. Fitted with Compression Combination Supply and 
Pop-up Waste. 

Floor to top of slab 30" Depth of bowl 6" 

. ' DIMENSIONS 

Nominal sizes 20 x24" 22 x28" 24 x32" 

Actual sizes ; 20 x24" 22 x28" 24 x32" 

Bowl 111^x16" 12^x17" 123^x17" 

Depth of apron 5" 5" 5" 

When ordering specify number and size. 
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AJAX— PLATE D-403 

7lnite&^tate0 Enameled Ajax Pedes- 
tal Lavatory with rear outlet bowl Fit- 
ted with Compression Supply and Ideal 
Waste. 

Dimensions on opposite page. 




Plate D-403 




AJAX— PLATE D-404 

Zlnite^^tate0 Enameled Ajax Pedes- 
tal Lavatory with rear outlet bowl. Fit- 
ted with Compression Combination Sup- 
ply and Ideal Waste. 

Dimensions on opposite page. 



Plate D-404 



When ordering specify number and size. 
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WILPEN PLATE D-405 



'Uniie^^tate^ Enameled Wilpen Pedestal Lavatory with Nonpareil Over- 
flow and Soap Cup. Rear outlet bowl. Fitted with Compression Faucets. ^ 

Floor to top of slab 30" Depth of bowl 6" 

DIMENSIONS 

Nominal sizes 22x28" 24x32" 

Actual sizes 22x28" 24x32" 

Bowl 13x18" 13x18" 

Depth of apron 5" 5" 

Can be furnished with Ideal Waste. Plate D-408. 
When ordering specify number and size. 
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WILPEN— PLATE D-406 

Unite&^tatCB Enameled Wilpen Pedestal 
Lavatory with Nonpareil Overflow and 
Soap Cup. Rear outlet bowl. Fitted with Com- 
pression Faucets and Lifto Pop-up waste. 

Dimensions on opposite page. 
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Plate D-406 




WILPEN— PLATE D-407 

llmte^0tate0 Enameled Wilpen Pedestal 
Lavatory with Patent Overflow in bowl. Rear 
outlet bowl. Fitted with Combination Sup- 
ply and Pop-up waste. 

Dimensions on opposite page. ■ 



Plate D-407 



When ordering specify number and size. 
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GOTHIC^PLATE 0-410 

Wiite^^tate0 Enameled Gothic Pedestal Lavatory with Nonpareil Over- 
flow and Soap Cup. Rear outlet bowl Fitted with Compression Faucets. 

Floor to top of slab 30" Depth of bowl 6" 

DIMENSIONS 
Nominal sizes 20x28'' 24x33'' 

Actual sizes 20x28" 24x33" 

Bowl 11x15" 13x18" 

Depth of apron 5" ^" 

Can be furnished with Ideal Waste. Plate D-413. 

When ordering specify number and size. 
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GOTHIC— PLATE D-411 

Zlnite^tate0 Enameled Gothic Ped- 
estal Lavatory with Nonpareil Over- 
flow and Soap Cup. Rear outlet bowl. 
Fitted with Compression Faucets and 
LiFTO Pop-up Waste. 

Dimensions on opposite page. 





PlATE D-411 



GOTHIC PLATE D-412 

7lnite^0tate0 Enameled Gothic Ped- 
estal Lavatory with Patent Overflow in 
bowl Rear outlet bowl. Fitted with 
Combination Supply and Pop-up Waste. 

Dimensions on opposite page. 



Plate D-412 



When ordering specify number and size. 
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ALBERTA— PLATE D-415 

Zlnite&^tate0 Enameled Alberta Pedestal Lavatory with Nonpareil Over- 
flow and Soap Cup. Rear outlet bowl. Fitted with Compression Faucets. 
Floor to top of slab 30" Depth of bowl 6" 

DIMENSIONS 

Nominal size 24xS0" 

Actual size 24x30" 

^^^^ - - 13x18"* 

Depth of apron ^„ 

Can be furnished with Ideal Waste. Plate D-418. 

When ordering specify number. 
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ALBERTA PLATE D-416 

Ilnite&J^tate0 Enameled .Alberta Ped- 
estal Lavatory with Nonpareil Overflow 
and So^p Cup. Rear outlet bowl. Fitted 
with Compression Faucets and Lifto 
Pop-up Waste. 

Dimensions on opposite page. 





Plate D-416 




ALBERTA— PLATE D-417 

Wiite^0tate0 Enameled Alberta Ped- 
estal Lavatory with Patent Overflow in bowl. 
Rear outlet bowl. Fitted with Combination 
Supply and Pop-up Waste. 

Dimensions on opposite page. 



Plate D-417 



When ordering specify number and size. 
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KENILWORTH— PLATE D-420 

Wiite^^tate0 Enameled Kenilworth 
Lavatory on Enameled Leg with Nonpa- 
reil Overflow and Soap Cup. Rear outlet 
bowl. Fitted with Compression Faucets. 

Depth of apron 5" Depth of bowl 6" 

Floor to top of slab 30" 

DIMENSIONS 

Nominal sizes 20 x24" 22 x28" 

Actual sizes 20 xZM' 22 x28" 

Bowl 111^x16" 123^x17" 

Can be furnished with Lifto Waste. Plate D-421. 



Plate D-420 



BELLEVUE— PLATE D-425 

Wiite&^tate0 Enameled One-piece 
Bellevue Lavatory with concealed wall 
•brackets and Nonpareil Overflow and 
Soap Cup. Rear outlet bowl. Fitted with 
Compression Faucets. 

Depth of apron 5" Depth of bowl 6" 

Can be set at any height 

DIMENSIONS 

'Nominal sizes 20 x24" 22 x28'' 

Actual sizes 20 x24" 22 x28" 

Bowl 11^x16" 12^x17" 

Can be furnished with Lifto Waste. Plate D-426. 




Plate D-425 

When ordering specify number and size. 
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ELMHURST— PLATE D-430 

Zlnite^0tate0 Enameled Elmhurst Lava- 
tory on*Enameled Leg with Nonpareil Over- 
flow and Soap Cup. Rear outlet bowl. Fitted 
with Compression Faucets. 

DeptU of Apron 5" Depth of bowl 6" 

Floor to top of slab 30" 

Nominal Sizes 18 x24" 20 x24'' 

Actual Sizes 18 x24" 20Mx24i^" 

Bowl 101^x16" 11^x15'' 

Heightofback 10" 10" 

Can be furnished with I. X. L. Waste. Plate D-431. 
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Plate D-430 




THORNTON PLATE D-435 

7lnite^0iate0 Enameled Thornton Lava- 
tory on Enameled Leg with Nonpareil Over- 
flow and Soap Cup. Rear outlet bowl. Fit- 
ted with Compression Faucets. 

Depth of apron 5" Depth of bowl 6" 

Floor to top of slab 30" 

Nominal Size ■ • • 18 x21 

ActualSize - 183^x21^" 

Bowl 103^x15" 

Height of back 8" 

Can be furnished with I. X. L. Waste. Plate D-436. 



Plate D-435 



When ordering specify number and size. 
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STRATFORD— PLATE D-440 

Wiite^^tate0 Enameled One-piece 
Stratford Lavatory on concealed wall 
hanger with Nonpareil Overflow and 
Soap Cup. Rear outlet bowl. Fitted with 
Compression Faucets. 

Depth of apron 5" Depth of bowl 6" 

DIMENSIONS 

Nominal sizes 18 x24" 20 x24" 

Actual sizes 18^x241^" 203^x24 1^" 

Bowl 10^x16" 11 xl6'' 

Height of back 10" . 12" 



Plate D-440 



STRATFORD— PLATE D-441 

Zlnite&^tate0 Enameled One-piece 
Stratford Lavatory on concealed wall 
hanger with Nonpareil Overflow and 
Soap Cup. Rear outlet bowl. Fitted with 
Compression Faucets and L X. L. Waste. 

Depth of apron 5" Depth of bowl 6" 

dimensions 

Nominal sizes 18 x24" 20 x24" 

Actual sizes 18^x24^'' 203^x24}^" 

Bowl 10^x16" 11 xl6" 

Height of back 10" 12" 




Plate D-441 



When ordering specify number and size. 
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BELLWOOD— PLATE D-445 

^nite&^iat^ Enameled One-piece Bellwood Lavatory on concealed wall 
hanger with Patent Overflow in bowl. Center outlet bowl. Fitted with Com- 
pression Faucets. 

Depth of apron 4" Depth of bowl 6" 

Height of back 6" 

DIMENSIONS 

Nominal size 14 x26" 

Actual size 14 x26" 

Bowl 9Hxiew 

When ordering specify number. 
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ROXBURY— PLATE D-450 

Wiite^0tate0 Enameled One-piece Roxbury Lavatory on concealed wall 
hanger with Nonpareil Overflow and Soap Cup. Rear outlet bowl. Fitted 
with Compression Faucets. 

Depth of apron 6" Depth of bowl 6" 

DIMENSIONS 

Nominal sizes 18 x2r' 18 x24" 20 x24" 

Actual sizes 18 x21" 18 x24" 201^x24^'' 

^^^^ 10i^xl4M" 101^x16" llJixl5" 

Height of back g" 1q// -. q// 

When ordering specify number and size. 
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ROXBURY— PLATE D-451 

Wiite^0tate0 Enameled One-piece Rox- 
BURY Lavatory on concealed wall hanger 
with Nonpareil Overflow and Soap Cup. 
Rear outlet bowl. Fitted with Compression 
Faucets and L X. L. Waste. 

Dimensions on opposite page. 



i 
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Plate D-451 
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ROXBURY— PLATE D-452 

7lmte^<0Me0 Enameled One-piece Rox- 
BURY Lavatory on concealed wall hanger 
with overflow in bowl. Rear outlet bowl. Fit- 
ted with combination Supply and Pop-up 
waste fixture. 

Dimensions on opposite page. 



Plate D-452 



When ordering specify number and size. 
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BELNORD— PLATE D-460 

Wiite^^tate0 Enameled One-piece Belnord Lavatory on concealed Wall 
hanger with Nonpareil Overflow and Soap Cup. Rear outlet bowl. Fitted 
with Compression Faucets. 

Depth of apron 5" Depth of bowl 6" 

Height of back 8" 

DIMENSIONS 

Nominal size ig x21" 

Actual size lS}4x2V4" 

Bowl. . 10^x15" . 

When ordering specify number. 
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BELNORD— PLATE D-461 

Wiite&J^tate0 Enameled One-piece Bel- 
NORD Lavatory on concealed wall hanger 
with Noj^^PAREiL Overflow and Soap Cup. 
Rear outlet bowl. Fitted with Compres- 
sion Faucets and I. X. L. Waste. 

Dimensions on opposite page. 



.'r 
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Plate D-461 



BELNORD PLATE D-462 

Wiite&0tate0 Enameled One-piece Bel- 
NORD Lavatory on concealed wall hanger 
with overflow in bowl. Rear outlet bowl. 
Fitted with Combination Supply and Pop- 
up Waste fixture. 

Dimensions on opposite page. 



Plate D-462 



When ordering specify number. 
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RITTENHOUSE— PLATE D-465 

Zrnite&J^tate0 Enameled One-piece RiT- 
TENHOUSE Lavatory on concealed wall 
hanger with Nonpareil Overflow and 
Soap Cup. Rear outlet bowl. Fitted with 
Compression Faucets. 

Depth of apron 5" Depth of bowl 6" 

Height of back 6" 

DIMENSIONS 

Nominal size 17 xl9" 

Actual size 163^x19" 

Bowl 10 xl3" 



Plate D-465 



RITTENHOUSE— PLATE D-466 

Wiite^^tate0 Enameled One-piece Rit- 
TENHOUSE Lavatory on concealed wall 
hanger with Nonpareil Overflow and 
Soap Cup. Rear outlet bowl. Fitted with 
Compression Faucets and L X. L. Waste. 

Depth of apron 5^' Depth of bowl 6" 

Height of back 6" 

DIMENSIONS 

Nominal size 17 xl9'' 

Actual size 16 J^xl9" 

Bowl. 10 xl3'' 




Plate D-466 



When ordering specify number. 



Page 52 



Ztnite^J^tate00anitaKr^^^^- 



PLYMOUTH PLATE D-470 

Zlnite&0tate0 Enameled One-piece 
Plymouth Left Hand Corner Lavatory on 
concealed wall hanger with Nonpareil 
Overflow and Soap Cup. Rear outlet bowl. 
Fitted with Compression Faucets. 

Depth of apron 5" Depth of bowl 6" 

Height of back 10" 

DIMENSIONS 

Nominal size 20 x24" 

Actual size 20^x243^" 

Bowl 113^xl6K" 



^"S>^/'^i|.i 
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Plate D-470 




PLYMOUTH— PLATE D-471 

^ \ > \ 
Wiite^^tate0 Enameled One-piece 
Plymouth Right Hand Corner Lavatory 
on concealed wall hanger with Nonpareil 
Overflow and Soap Cup. Rear outlet bowl. 
Fitted with Compression Faucets. 

Depth of apron 5" Depth of bowl 6" 

Height of back 10" 

DIMENSIONS 
Nominal size - . . . 20 x24" 

Actual size 20^^x24 3^" 

Bowl 111^x163^" 



Plate D-471 



When ordering specify number. 
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BRENTMORE— PLATE D-480 

Wiite^^tate0 Enameled One-piece 
Brentmore Corner Lavatory on con- 
cealed wall hangers with Nonpareil Over- 
flow and Soap Cup. Rear outlet bowl. 

Depth of apron 5" Depth of bowl 6'' 

DIMENSIONS 

Length on side, nominal size .... VI" 20" 

Length on side, actual size 173^" 20" 

Bowl 10x14" llxl5J^" 

Height of back 6" 8" 

4 



Plate D-480 

BRENTMORE— PLATE D-481 

Wiite&^tate0 Enameled One-piece 
Brentmore Lavatory on concealed wall 
hangers with Nonpareil Overflow and 
Soap Cup. Rear outlet bowl Fitted with 
Compression Faucets and LiFTO Pop-up 
Waste. 

Depth of apron 5" Depth of bowl 6" 

DIMENSIONS 

Length on side, nominal size ... 17" 20" 

Length on side, actual size 173^" 20" 

Bowl 10x14" 11x15^" 

Height of back 6" 8" 




^^B 
^^^ 
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Plate D-481 
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When ordering specify number and size. 




^. 



^e0k>amtarx 




FAIRFAX— PLATE D-485 

Wiite^^tate0 Enameled One-piece Fair- 
fax Lavatory on concealed wall hanger with 
Nonpareil Overflow and Soap Cup. Rear 
outlet b©wl. Fitted with Compression Fau- 
cets 

DIMENSIONS 

Depth of bowl 6" 

Back 8'' 

Nominal Size 18 x21" 

ActualSize 183^x21" 

Bowl 103^x15" 



^ 
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Plate D-48o 
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FAIRFAX— PLATE D-486 

Wiite^^tate0 Enameled One-piece Fair- 
fax Lavatory on concealed wall hanger with 
Nonpareil Overflow and Soap Cup. Rear 
outlet bowl. Fitted with Compression Fau- 
cets and L X. L. Waste. 

dimensions 

Depth of bowl 6" 

Back 8" 

Nominal Size 18 x21" 

Actual Size 183^x21" 

Bowl 103^x15" 



Plate D-486 



When ordering specify number. 
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DEARBORN— PLATE D-490 

Wiite^J^tate0 Enameled One-piece Dear- 
born Lavatory on concealed wall hanger 
with Nonpareil Overflow and Soap Cup. 
Rear outlet bowl. Fitted with Compression 
Faucets. 

DIMENSIONS 
Depth of bowl 6" 

Heightof back 6" 

Nominal Size 17 xl9" 

ActualSize 16^^x19" 

Bowl 10 xl4" 



Plate D-490 



DEARBORN— PLATE D-491 

Zlnite^^tate0 Enameled One-piece Dear- 
born Lavatory on concealed wall hanger 
with Nonpareil Overflow and Soap Cup. 
Rear outlet bowl. Fitted with Compression 
Faucets and L X. L. Waste. 

dimensions 

Depthof bowl 6" 

Heightof back 6" 

NorainalSize 17 xl9" 

ActualSize 163^x19" 

Bowl 10 xl4" 




When ordering specify number. 
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BEACON— PLATE D-495 

Zlnite^^tate0 Enameled One-piece Bea- 
con Corner Lavatory on concealed wall 
hangers with Nonpareil Overflow and 
Soap Cup. Rear outlet bowl. Fitted with 
Compression Faucets. 

Height of back 6" Depth of bowl 6" 
DIMENSIONS 
Length on sides, nominal sizes. . . 17" 20" 

Length on sides, actual sizes .... 173^" 20" 
Bowl 10x14" 11x153^" 





Plate D-495 



BEACON— PLATE D-496 

Wiite^0tate0 Enameled One-piece Bea- 
con Corner Lavatory on concealed wall 
hangers with Nonpareil Overflow and 
Soap Cup. Rear outlet bowl. Fitted with 
Compression Faucets and Lifto Pop-up 
Waste. 

Height of back 6" Depth of bowl 6" 

dimensions 

Length on sides, nominal sizes . . 17" 20" 

Length on sides, actual sizes ... 173^" 20" 

Bowl 10x14" 11x153^" 



Plate D-496 



When ordering specify number and size. 
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HARTFORD— PLATE D-500 

Wiite^^tate0 Enameled One-piece Hartford 
Lavatory on concealed wall hanger with Patent 
Overflow in bowl. Center outlet bowl. Fitted 
with Compression Faucets. 

DIMENSIONS 

Depth of bowl 6" 

Height of back 5'' 

Nominal Size 14x16" 

Actual Size U^xWH'' 

Diameter of bowl 12" 



Plate D-500 . 

\ 

■ . . A . 

FAIRMONT— PLATE D-525 

Zfnite^^tate0 Enameled One-piece Fairmont 
Corner Lavatory on concealed wall hangers with 
Patent Overflow in bowl. Center outlet bowl. 
Fitted with Compression Faucets. 

DIMENSIONS 
Depth of bowl 6" . 

Height of back 5'' 

Nominal Size — Length on sides 15'' 

Actual Size — Length on sides 153^" 

Diameter of bowl 12" 




llniu? 



Plate D-525 



When ordering specify number. 
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DEVON PLATE D-600 

Wiite^^tate0 Enameled Devon Barber's two bowl Pedestal Lavatory with 
two Nonpareil Overflows and Soap Cups. Rear outlet bowls. Fitted with 
Compression Faucets, Lifto Waste and Shampoo fixture with hose and spray. 

Floor to top of slab 30" Depth of bowls 6" 

DIMENSIONS 
Nominal size 26 x44'' 

Actual size 26 x44" 

Each bowl 123^x17" 

Depth of apron 5" 

When ordering specify number. . - 
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AJAX— PLATE D-601 

Zlnite^^tate0 Enameled Ajax Pedestal Lavatories arranged in battery, with 
Nonpareil Overflow and Soap Cup. Rear outlet bowls. Fitted with Compres- 
sion Faucets and Shampoo fixture with hose and spray. 

Floor to top of slab 30" Depth of bowls 6" 
DIMENSIONS 

Nominal size. 20 x24'' 22 x28" 24 x32- 

Actual sizes 20 x24" 22 x28" 24 x32" 

Bowl 113^x16" 123^x17" 12^x17" 

Depth of apron.. 5" 5" 5" 

■r When ordering specify number and size. 
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AJAX^PLATE D-606 

Zlniie&^tate0 Enameled Ajax Barber's Ped- 
estal Lavatory with Nonparejil Overflow and 
Soap Cup. Rear outlet bowl/ Fitted with Com- 
pression Faucets, Lifto Waste and Shampoo fix- 
ture witbhose and spray. 

Floor to top of slab 30'' Depth of bowl 6" 

DIMENSIONS 

Nominal sizes 20x24'' 22 x28" 24 x32" 

Actual sizes 20x24" 22 x28" 24 x32" 

Bowl 11x151/^" 123^x17" 123^x17" 

Depth of apron .... 5" 5" 5" 

Can be furnished without Lifto Waste. Plate D-605. 




Plate D-606 




WILPEN— PLATE D-611 

Wiite^^tate0 Enameled Wilpen Barber's 
Pedestal Lavatory with Nonpareil Overflow 
and Soap Cup. Rear outlet bowl. Fitted with 
Compression Faucets, Lifto Waste and Sham- 
poo fixture with hose and spray. 

Floor to top of slab 30" Depth of bowl 6" 

DIMENSIONS 

Nominal sizes 22x28" 24x32" 

Actual sizes 22x28" 24x32" 

Bowl 13x18" 13x18" 

Depth of apron 5'' 5'' 

Can be furnished without Lifto Waste. Plate D-610. 

Can be furnished with Ideal Waste. Plate D-613. 



Plate D-611 



When ordering specify number and size. 
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GOTHIC— PLATE D-615 

Wiite^^tate0 Enameled Gothic Barber's Ped- 
estal Lavatory with Nonpareil Overflow and 
Soap Cup. Rear outlet bowl. Fitted with Com- 
pression Faucets and Shampoo fixture with hose 
and spray. 

Floor to top of slab 30" Depth of bowl 6" 

DIMENSIONS 

Nominal size 20 x28" 24x33" 

Actual size 20 i^x28" 24x33" 

Bowl 11 xl5" 11x15" 

Depth of apron 5" 5" 

[Can be furnished with Lifto Waste. Plate D-616. 



Plate D-615 



ALBERTA— PLATE D-618 

Wiite^J^tat^ Enameled Alberta Barber's 
Pedestal Lavatory with Nonpareil Overflow 
and Soap Cup. Rear outlet bowl. Fitted with 
Compression Faucets and Shampoo fixture with 
hose and spray. 

Floor to top of slab 30" Depth of bowl 6" 

dimensions 

Nominal size 24x30" 

Actual size 24x30" 

Bowl 13x18" 

Depth of apron 5" 

Can be furnished with Lifto Waste. Plate D-619. 




Plate D-618 



When ordering specify number and size. 
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DUAL— PLATE D-620 

Wiite&0tate0 Enameled Dual 
Barber'^ Two-bowl Lavatory on 
concealed wall hanger with Non- 
pareil Overflow and Soap Cup 
for each bowl. Rear outlet bowls 
Fitted with Compression Faucets 
and Shampoo fixture with hose and 
spray. 

Depth of each bowl 6" Depth of apron 5" 
Height of back 10" 

DIMENSIONS 

Nominal sizes .... 18 x40" 20 x44" 

Actual sizes 18 x40" 203^x44" 

Each bowl 1034x15" 1134x16" 

Can be furnished with I. X. L. Waste. 
Plate D-621. 




Plate D-620 




DUPLEX— PLATE D-623 

Wiite^^tate^ Enameled Duplex 
Barber's Two-bowl Lavatory on 
concealed wall hanger with Non- 
pareil Overflow and Soap Cup for 
each bowl. Rear outlet bowls. Fit- 
ted with Compression Faucets. 

Depth of each bowl 6" Height of back 10" 

DIMENSIONS 

Nominal sizes 18 x40" 20 x44" 

Actual sizes 18 x40" 20^x44" 

Each bowl 103^x15" 11^x16" 

Can be furnished with I. X. L. Waste. 
Plate D-624. 



Plate D-623 

When ordering specify number and size. 
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ROXBURY PLATE D-625 

7lnite^^tate0 Enameled One-piece Roxbury Barber's Lavatory on con- 
cealed wall hanger with Nonpareil Overflow and Soap Cup. Rear outlet bowl. 
Fitted with Compression Faucets and Shampoo fixture with hose and spray. 

Depth of bowl 6" Depth of apron 5" 

Height of back 10'' 

DIMENSIONS 

Nominal sizes 18 x24" 20 x24'' 

Actual Sizes 18 x24" 20^x24^" 

Bowl 103^x16" llMxl5" 

Can be furnished with I. X. L. Waste. Plate D-626. 
When ordering specify number and size. 
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AJAX— PLATE D-630 



Wiite^^iatm Enameled Ajax Pedestal Lavatory in a battery of three with 
Nonpareil Overflow and Soap Cup. Rear outlet bowls. Fitted with Com- 
pression Faucets. 

Depth of bowl 6" Depth of apron 5" 

Floor to top of slab 30" 

\ 

DIMENSIONS 

Nominal sizes 20 x24" 22 x28" 24 x32" 

Actual sizes 20 x24" 22 x28" 24 x32" 

Bowl 113^x16" 123^x17" 123^x17" 

Can be furnished with Lipto Waste. Plate D-631. 
When ordering specify number and size. 
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AJAX— PLATE D-632 

Zlnite^^tate0 Enameled Ajax Lavatory on floor brackets in battery of six 
with Nonpareil Overflow and Soap Cup. Rear outlet bowls. Fitted with Com- 
pression Faucets. 

Depth of bowl 6" Floor to top of slab 30" Depth of apron 5" 

Nominal sizes 20 x24" 22 x28" 24 x32" 

Actual sizes 20 x24" 22 x28" 24 x32" 

Bowl 111^x16" 123^x17" 123/^x17" 

Can be furnished with Lifto Waste. Plate D-633. 
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AJAX— PLATE D-634 



ZTnite^^tati^ Enameled Ajax Lavatory on floor brackets in battery of three 
with Nonpareil Overflow and Soap Cup. Rear outlet bowls. Fitted with 
Compression Faucets. 

Depth of bowl 6" Floor to top of slab 30" Depth of apron 5" 

Nominal size 20 x24" 22 x28" 24 x32" 

Actual size 20 x24" 22 x28" 24 x32" 

Bowl 113^x16" 123^x17" 12^x17" 

Can be furnished with LiFTO Waste. Plate D-635. 



When'ordering specify number and size. 



Page 66 




^ate00aniti 





^Bbj 







■i^ 




AVON— PLATE D-636 

Wiit^^tatm Enameled Avon Roll Rim Lavatory on floor brackets in bat- 
tery of six with Nonpareil Overflow and Soap Cup. Rear outlet bowls. Fitted 
with Compression Faucets. 

Depth of bowls 6" Floor to top of slab 30" 

Nominal size 20 x24" 

Actual size 20 x24" 

Bowl ^ !.!.!!!!!!'!"!!!!!!!!!! ^! !!!!!!!!!!!;"! ; ii3^xi6" 

Can be furnished with Lifto Waste. Plate D-637, 
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AVON— PLATE D-638 

Wiite^0tate0 Enameled Avon Roll Rim Lavatory on floor brackets in bat- 
tery of three with Nonpareil Overflow and Soap Cup. Rear outlet bowls. 
Fitted with Compression Faucets. 

Depth of bowl 6" Floor to top of slab 30" 

Nominal size 20 x24" 

Actual size 20 x24" 

Bowl .'!!!!!;;;;;;; nj^xie" 

Can be furnished with Lifto Waste. Plate D-639. 
When ordering specify number. 
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ROXBURY— PLATE D-640 

Ilnite^^tat^ Enameled One-piece 
RoXBURY Lavatory on concealed wall 
hanger, in battery of three with Non- 
pareil Overflow and Soap Cup. Rear 
outlet bowl. Fitted with Compression 
Faucets. 

Depth of bowl 6" Depth of apron 5" 

DIMENSIONS 
Nominal sizes — each 

lavatory 18 x21" 18 x24" 20 x24" 
Actual sizes— each 

lavatory 18 x21" 18 x24" 20^x243^" 

Bowl lOMxUM" 103^x16" llJixlS" 

Back 8" 10" 10" 



Can be furnished with I. X. L. Waste. 
D-641. 



Plate 



Plate D-640 



BELNORD— PLATE D.645 

Wiite^0tate0 Enameled One- 
piece Belnord Lavatory on con- 
cealed wall hanger, in battery of 
three with Nonpareil Overflow 
and Soap Cup. Rear outlet bowl. 
Fitted with Compression Faucets. 

Depth of bowl 6" Depth of apron 5" 

DIMENSIONS 
Nominal size— each lavatory . 18 x21" 
Actual size — eachlavatory. . . 18^x21^" 
Each bowl 10^x15" 

Can be furnished with I. X. L. Waste. 
Plate D-646, 




Plate D-645 



When ordering specify number. 
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PLATE D.650 

7lmte^^tate0 Enameled Pedestal Drinking Fountain. Can be furnished, 
drilled as shown. Can be furnished, drilled for any type bubbler. 

DIMENSIONS 
Diameter at top 13 Ji" 

Diameter at base 12" 

Apron 31^" 

Floor to top of rim 30" 

When ordering specify number. 
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PLATE D-660 

Unite^^tati^ Enameled One-piece 
Drinking Fountain with 3 J^-inch apron on 
concealed wall hanger. 

DIMENSIONS 

Width 16" 

Height of back 10" 

Depth, front to back 13^" 

Depth inside 1^" 

• / .. 
/ 



Plate D-660 



PLATE D-661 

Zlnite^0tate0 Enameled One-piece 
Drinking Fountain on concealed wall 
brackets. 

DIMENSIONS 

Width 12" 

Depth, front to back 12" 

Depth inside 2>^" 




Plate D-661 



When ordering specify number. 
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PEATE D-670 

Wiite^^tate0 Enam- 
eled One-piece Trough 
Drinking Fountain on 
concealed wall hangers. 

DIMENSIONS 

Width over all. 12" 

Depth inside 23^" 

Height of back 6" 

Lengths.. 30" 42" 54" 




Plate D-670 
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PLATE D-671 

Wiite^0tate0 Enam- 
eled One-piece Trough 
Drinking Fountain on 
concealed wall brackets. 

DIMENSIONS 

Width over all 12" 

Depth 23^" 

Lengths.. 30" 42" 54" 



Plate D-671 



When ordering specify number and size; also number \ of drillings for bubblers. 
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PLATE D-675 



7lnite^0tate0 Enameled One-piece Trough Drinking Fountain on con- 
cealed wall hanger. 



Width over all 18" 



Depth inside 73^'' 



DIMENSIONS 
Height of back g" 

Lengths 48" 60" 72" 

When ordering specify number and size; also number of drillings for bubblers. 
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'HCtniteP 0tate0. 
SINKS 




PATENT ArTUt;ofc^^* 




WEN the Atlas sink support is used, there is neither necessity nor 
j justification for sink legs. The Atlas is different from other sink 
supports in that its broad, flat back, uses the surface of the wall as 
I a brace, and when properly attached to a wall that is both true 
and firm, makes it impossible for the sink ever to sag. 

An additional advantage of the Atlas is that while it is superior to other 
supports, it is also concealed from view. The wall bars are hidden by the back 
of the sink, and the supports lie flat beneath the sink and drain board. 

Today, there is a tendency to recognize that women of different heights— or 
even of the same height but of different build or habits can work most efficiently, 
and most comfortably, only when the sink is placed at the proper height for 
the individual. 

The Atlas meets present day requirements. It can be installed at any height 
to meet the requirements of the individual. 
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PLATE D-700 



Zlnite^0tate0 Enameled One-piece Apron Sink with two Drainboards on 
concealed wall hangers. Can be furnished with concealed Atlas Support 
adjustable to any height. Can be furnished with adjustable Enameled Legs. 

DIMENSIONS 

Sink - ■ ; 23x36^; 

Each drainboard ; • 23x24" 

Back • ^^" 

7" 
Apron 

Depth of sink. * 

Length over all * ^ 

Width over all 23" 

- When ordering specify number. 
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PLATE D-710 



7lmte^^tate0 Enameled One-piece Apron Sink with two Drainboards on 
concealed wall hangers. Can be furnished with concealed Atlas Support 
adjustable to any height. Can be furnished with adjustable Enameled Legs. . 

DIMENSIONS 

Sink 23x28" 

Each drainboard 23x18" 

Back 22" 

Apron r^n 

Depth of sink 7// 

Length over all ^\f> 

Width over all . , 23" 

When ordering specify number. 
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PLATE D-712 



'Zlnite&^tate0 Enameled One-piece Apron Sink with left hand Drainboard 
on concealed wall hangers. Can be furnished with concealed Atlas Support, 
adjustable to any height. Can be furnished with adjustable Enameled Legs. 

DIMENSIONS 

Sink 20x26" 20x30" 20x30" 

Drainboard 20x18" 20x18" 20x24" 

Back 12" ' 12" 12" 

.Apron 6" 6" 6"^ 

Depth of sink 6" 6" 6"' 

Length over all 44" 48" 52" 

Width over all 20" 20" 20" 

When ordering specify number and size. 
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PLATE D-713 

', ^ 

I2hUe^^tate0 Enameled One-piece Apron Sink with right hand Drainboard 
on concealed wall hangers. Can be furnished with concealed Atlas Support, 
adjustable to any height. Can be furnished with adjustable Enameled Legs. 

^ DIMENSIONS 

Sink 20x26" 20x30" 20x30" 

Drainboard 20x18" 20x18" 20x24" 

Back 12" 12" 12" 

Apron g" g" g// 

Depth of sink g" g" g" 

Length over all 44" 43" 52" 

Width over all. 20" 20" 20" 

When ordering specify number and size. 
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PLATE D-714 



ZTnite&^tatm Enameled One-piece Apron Sink with left hand Drainboard 
on concealed wall hangers. Can be furnished with concealed Atlas Support, 
adjustable to any height. Can be furnished with adjustable Enameled Legs. 

DIMENSIONS 

Sink 23j34" 

Drainboard - 23x24" 

Back :.... 12" 

Apron ' 7" 

Depth of sink 7" 

Length over all • 57^^ 

Width over all 23" 

When ordering specify number. 
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PLATE D-715 



Wiite^^tate0 Enameled One-piece Apron Sink with right hand Drainboard 
on concealed wall hangers. Can be furnished with concealed Atlas Support, 
adjustable to any height. Can be furnished with adjustable Enameled Legs. 

DIMENSIONS 

Sink 23x34" 

Drainboard 23x24" 

Back 12" 

Apron 7" 

Depth of sink 7" 

Length over all 57" 

Width over all 23" 

When ordering specify number. 
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PLATE D-724 



Zinite&0tate0 Enameled One-piece Apron Corner Sink with right hand end 
piece and left hand Drainboard, on concealed wall hangers. Can be furnished 

with concealed Atlas Support, adjustable to any height. Can be furnished 
with adjustable Enameled Leg. 

DIMENSIONS 

Sink 20x26" 20x30" 20x30" 

Drainboard.! , . /. • 20x18" , 20x18" 20x24" 

Back 12" 12" 12" 

Apron 6" 6" J" 

Depthofsink • 6" ^ 6" 6" 

Length over all 44" 48" 52" 

Widthoverall 20" 20" 20" 

When ordering specify number and size. 
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PLATE D.725 



Wiite&^tate0 Enameled One-piece Apron Corner Sink with left hand end 
piece and right hand Drainboard, on concealed wall hangers. Can be furnished 
with concealed Atlas Support, adjustable to any height. Can be furnished 
with adjustable Enameled Leg. 

DIMENSIONS 

^i^k • 20x26" 20x30" 20x30" 

Drainboard 20x18" 20x18" 20x24" 

Back 12" 12" 12" 

Apron g/' g// g„ 

Depth of sink 6" 6" 6" 

Length over all , 44" 43^/ ^2" 

Width over all 20" 20" 20" 

When ordering specify number and size. 
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PLATE D-726 



Ilnite^^tate0 Enameled One-piece Apron Corner Sink with left hand end 
piece and left hand Drain Board on concealed wall hangers. Can be furnished 
with concealed Atlas Support adjustable to any height. Can be furnished with 
adjustable Enameled Leg. 

DIMENSIONS 

Sink 20x26" 20x30" 

Drainboard 20x18" 20x24" 

Back '.... VI" 12" 

Apron ^" 6' 

Depth of sink 6" 6" 

Length over all 44" 52" 

Width over all 20" ' 20" 

When ordering specify number and size. 
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PLATE D-727 



Ilnite&0tate0 Enameled One-piece Apron Corner Sink with right hand end 
piece and right hand Drain Board on concealed wall hangers. Can be furnished 
with concealed Atlas Support adjustable to any height. Can be furnished with 
adjustable Enameled Leg. 



DIMENSIONS 

Sink 20x26" 

Drainboard 20x18'^ 

Back 12" 

Apron 6" 

Depth of sink 6" 

Length over all 44" 

Width over all 20" 

When ordering specify number and size. 



20x30" 

20x24" 

12" 

6" 

6" 

52" 

20" 
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PLATE D-730 

Zlnite^^tate0 Enameled One-piece Apron 
Sink, on concealed wall hanger. Adjust- 
able to any height. Can be furnished with 
adjustable, Enameled or Painted Legs. 

DIMENSIONS 

Sink 20x30" 22x36" 

Back 12" 12" 

Depth of sink 6" 6" 

Apron 6" ^' 



Plate D-730 



PLATE D-734 

7Jnite^^tate0 Enameled One-piece Apron 
left hand Corner Sink on concealed wall 
hangers. Adjustable to any height. Can 
be furnished with adjustable, Enameled or 
Painted Leg. 

DIMENSIONS 

Sink 20x30" 22x30" 

Back 12" 12" 

Apron 6" 6" 

Depth of sink 6" 6" 

D-735 Right hand corner sink. 




Plate D-734 



When ordering specify number and size. 
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PLATE D-750 



Zlnite&^tate0 Enameled One-piece Roll Rim Sink with two Drainboards on 
concealed wall hangers. Can be furnished with concealed Atlas Support, ad- 
justable to any height. Can be furnished with adjustable Painted Legs. 

DIMENSIONS 

Sink 23x28" 

Each drainboard 23x18" 

Back 12" 

Depth of sink 7" 

Length over all 61" 

Width over all 23" 



When ordering specify number. 
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PLATE D-756 



Zlnite&0tate0 Enameled One-piece Roll Rim Sink with left hand Drain- 
board on concealed wall hangers. Can be furnished with concealed Atlas 
Support adjustable to any height. Can be furnished with adjustable Painted 
Legs. 

DIMENSIONS 

Sink 20x26" 20x30" 20x30" 

Drainboard 20x18" . 20x18" 20x24" 

Back 12" 12" 12" 

Depth of sink 6" 6" ^ 

Length over all 44" 48" 52" 

Width over all 20" 20" 20" 



When ordering specify number and size. 
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PLATE D-757 



irnite^^tate0 Enameled One-piece Roll Rim Sink with right hand Drain- 
board on concealed wall hangers. Can be furnished with concealed Atlas 
Support adjustable to any height. Can be furnished with adjustable Painted 

Legs. 

DIMENSIONS 

Sink 20x26" 20x30" 20x30" 

Drainboard 20x18" 20x18" 20x24" 

Back 12" 12" 12" 

Depth of sink 6" 6" W 

Length over all 44" 48" ,- W* 

Width over all 20" 20" , gT 

.. ■ ■ ' /-I. • 

When ordering specify number and size. 
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PLATE D-768 



Wiite^0tate0 Enameled One-piece Roll Rim Corner Sink, with right hand 
end piece and left hand Drainboard on concealed wall hangers. Can be fur- 
nished with concealed Atlas Support adjustable to any height Can be fur- 
nished with adjustable Painted Leg. 

DIMENSIONS 

Sink 20x26" 20x30" 20x30" 

Drainboard 20x18" . 20x18" 20x24" 

Back 12" 12" 12" 

Depth of sink 6" 6" 6". 

Length over all 44" 48" 52" 

Width over all 20" 20" 20" 

When ordering specify number and size. 



I 
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PLATE D-769 



Wiite^0tate0 Enameled One-piece Roll Rim Corner Sink with left hand 
end piece and right hand Drainboard on concealed wall hangers. Can be fur- 
nished with concealed Atlas Support adjustable to any height. Can be fur- 
nished with adjustable Painted Leg. 

DIMENSIONS 

Sink 20x26" 20x30" 20x30" 

Drainboard 20x18" 20x18" 20x24" 

Back 12" 12" 12" 

Depth of sink 6" g" g// 

Length over all 44" 4g" 52" 

Width over all 20" 20" 20" 

When ordering specify number and size. 
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PLATE D-780 



7lnite&0tate0 Enameled One-piece Roll Rim Sink on concealed wall hanger. 
Adjustable to any height. Can be furnished with adjustable Enameled or 
Painted legs. 



DIMENSIONS 
Back 12" Depth inside 6'^ 



16x16" 
18x18" 
18x24" 
18x30" 
20x20" 
20x24" 



20x30" 
20x36" 
20x40" 
22x30" 
22x36" 
22x42" 



When ordering specify number and size. 
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PLATE D-784 

Ilnite&0tate0 Enameled One-piece Roll 
Rim left hand Corner Sink on concealed 
wall hangers. Adjustable to any height. 
Can be furnished with adjustable Enam- 
eled or Painted leg. 

DIMENSIONS 

Back VI" Depth inside 6" 

18x24" 20x36'' 

18x30" , 22x30" 

20x30" 22x36" 



'^P, 




Plate D-784 




PLATE D-785 

Zlnite&^tate0 Enameled One-piece Roll 
Rim right hand Corner Sink on concealed 
wall hangers. Adjustable to any height 
Can be furnished with adjustable Enam- 
eled or Painted leg. 

DIMENSIONS 

Back 12" Depth inside 6" 

18x24" 20x36" 

18x30" 22x30" 

20x30" 22x36" 



When ordering specify number and size. 



Plate D-785 
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PLATE D-795 



PLATE D-797 



I 



Wiite&0tate0 Enameled Flat Rim 
Kitchen Sink with nickel-plated brass 
strainer and iron coupling. 



Wiite^0tate0 Enameled Flat Rim 
Kitchen Sink with outlet for nickel-plated 
brass 0. K. Strainer and Tailpiece. Fur- 
nished less strainer and tailpiece. * 





DIMENSIONS 




12x16" 


18x30" 


20x36" 


12x18" 


18x36" 


20x40" 


14x20" 


20x24" 


22x36" 


16x24" 


20x30" 


22x42" 


18x24" 




22x48" 



Depth of sink 6" 
When ordering specify number and size. 



Page 92 



Ztmte^J$tate00anitat3^9^^. 



PLATE D-800 

ZlnUe^^tat^ Enameled Roll 
Rim Sink Back for Flat Rim 
Kitchen Sinks. 





DIMENSIONS 




20" 


Lengths 


36" 


22" 




40" 


24" 




42" 


30" 


Height 12" 


48" 




Ihtife 



Plate D-800 




PLATE D-810 

Wiite^J§tate0 Enam- 
eled Roll Rim Sink Back 
with end piece for Flat 
Rim Kitchen Sink to be 
used in corner. 



DIMENSIONS 


Width of End Piece 




18" 






20" 




Length of Backs 


20" 




36" 


22" 




40" 


24" 




42" 


30" 


Height 12' 


48" 



Plate D-810 



When ordering specify number and size. 
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PLATE D-820 

WtUe^^tate0 Enameled Interchange- 
m able Drainboard on concealed bracket, for 
roll rim sinks. 




18x16" 


DIMENSIONS 


18x24' 


18x18" 




20x24' 


20x16" 


,. 


22x20' 


20x18" 




22x24' 



Plate D-820 
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PLATE D-825 

Wiite^0tate0 Ash Wood Interchangeable 
Drainboard on concealed bracket. 
DIMENSIONS 



18x18" 
20x18" 
22x18" 



18x24" 
20x24" 
22x24" 




'75« *><-.* jET/^/^, 



When ordering specify number and size. 



Plate D-825 
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PLATE D-830 

Wii^^0tate0 Enameled Roll Rim Slop 
Sink on enameled inside trap standard with 
3 inch outlet for iron pipe connection. 

DIMENSIONS 

Size 16x20" 18x22" 20x24" 

Depth... 12" 12" 12" 

Trap can be furnished for lead pipe connection. 

Trap can be furnished enameled outside. 

Please specify which is wanted. 




Plate D-830 




PLATE D-835 

Wiite^0tate0 Enameled Roll Rim Slop 
Sink on enameled inside trap standard with 
3 inch outlet for iron pipe connection. 

DIMENSIONS 

Back 12" Depth inside 12" 

Size 

16x20" 18x22" 

20x22" 20x24" 

Trap can be furnished for lead pipe connection. 

Trap can be furnished enameled outside. 

Please specify which is wanted. 



Plate D-835 



Page 9S 





PLATE D-839 

Wiite^^tate0 Enameled Roll Rim left 
hand Corner Slop Sink on enameled inside 
trap standard with 3-inch outlet for iron 
pipe connection. 

DIMENSIONS 

Size 22x22" 

Back 12" 

Depth inside 12" 

Trap can be furnished for lead pipe connection. 
Trap can be furnished enameled outside. 
Please specify. 




Plate D-839 



PLATE D-840 

Zlmte^0tate0 Enameled Roll Rim right 
hand Corner Slop Sink on enameled inside 
trap standard with 3-inch outlet for iron 
pipe connection. 

DIMENSIONS 

Size 22x22" 

Back 12" 

Depth inside 12" 

Trap can be furnished for lead pipe connection. 

Trap can be furnished enameled outside. 

Please specify. 



When ordering specify number. 




Plate D-840 
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PLATE D-850 

Wiite^0tate0 Enameled Inside Slop Sink Trap 
with cleanout and Nickel-plated Brass Vent to wall. 
Can be furnished for either lead or iron 3" pipe con- 
nection. 

Can be furnished Enameled All Over. 
Can be furnished Not Vented— Plate D-85L 




Plate D-850 




PLATE D-855 

7rnUe^^tate0 Enameled Inside Slop Sink Trap 
with cleanout and vertical adjustment. Can be fur- 
nished for either 2" or 3" iron pipe connection. 
Can be furnished Enameled All Over. 



Plate D-855 



When ordering specify number. 
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PLATE D-860 



Wiite&0tate0 Enameled, inside only, One-piece Flat Rim Slop Sink with 
center outlet. Furnished with outlet for 2" pipe connection. 





DIMENSIONS 




Nominal Sizes 




Depth Inside 


16x16" 




10" 


14x20" 




, 12" 


16x20" 




12" 


20x22" 




12" 


20x24" 




12" 


20x30" 




12" 



When ordering specify number and size. 



Page 98 



Vnite^0tate00aniiajr^^^. 




PLATE D-870 



Wiite^^tat^ Enameled One-piece Trough Urinal on concealed wall 
hanger Furnished with back drilled for wash down pipe supports. 

DIMENSIONS 

Width overall 13 M" Back 10" Depth inside 8" 

Lengths 24" 30" 36" 42" 48" 60" 72" 



When ordering specify number and size. 
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PLATE D.875 

Zlnite^0t(ite0 Enameled One-piece Wash Sink on painted adjustable pedes- 
tals. Furnished with center outlet and with pipe supports for hot and cold 
water pipes with Nickel-plated Soap Cups. Can be furnished with pipe supports 
at wall side of Wash Sinks. Plate D-876 with outlet at end. 

DIMENSIONS 

Widths 18" 24" and 30" 

Lengths 3' 4' 5' 6' 

Depth inside 7>^" TJ^" 73^" 7^" 



PLATE D-890 



Wiite&0tate0 Enameled, inside only, 3-inch "S" Trap 
Standard to fit any Wash Sink for Iron Pipe connection. 



When ordering specify number and size. 
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, PLATE D-880 

Wiite&^tati^ Enameled One- 
piece Wash Sink on painted ad- 
justable pedestals. Furnished 
with center outlet and Nickel- 
plated Soap Cup. 

DIMENSIONS 

Height of back 8'' 

Depth inside . . 7J^" 

Width over all 18" 

Lengths. 4' 5' 6' 




-•^fe.. 




i 
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Plate D- 



PLATE D-885 

,. ,. Wiite^^tate0 Enameled One- 

piece Wash Sink on concealed 
^ HP 1^ wall hanger. Furnished with 

center outlet and Nickel-plated 
^^^ Soap Cup. 

DIMENSIONS 

Height of back 8" 

Depth inside ly^' 

-^,,^ Width over all 18" 

Lengths 4' 5' 6' 

Number of cocks ... 2 3 3 

Plate D-885 

When ordering specify number and size. - 
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PLATE D-905 



Wiite^0tate0 Enameled All Over, Low-down Perfection Closet Tank 
with square front. Furnished on concealed wall hanger. 




DIMENSIONS 

Width over cover 20^" 

Wall to front of cover 8'' 

Top of cover to bottom of tank 16" 

When ordering specify number. 
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PLATE D-906 



7lnite^0tate0 Enameled All Over, Low-down Perfection Closet Tank 
with round front. Furnished on concealed wall hanger 



DIMENSIONS 

Width over cover 20M" 

Wall to front of cover 8" 

Top of cover to bottom of tank 15'' 



When ordering specify number. 
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PLATE D-934 

Wiite^^tate0 Enameled One-piece Apron, Combination right hand Sink and 
left hand liaundry Tray with Overflow from Laundry Tray to Sink. Furnished 
with combined Drain Board and Laundry Tray Cover hinged to back. Fur- 
nished on concealed wall hangers with adjustable painted legs. 

DIMENSIONS 
Apron %" Back 8" 

Length over rim, sink and tray 503^" 

Width over rims , 233/2" 

Froijt to back inside '. . . 193^" 

.. ^^ ^^m Length inside, each compartment 22 >^" 

I ~ W J H li l Sk Depth inside sink g" 

* ' ^^^^R l^m Depth inside tray 14" 

When ordering specify number. 
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I PLATE D-935 

/ 

Zlnite&0tate0 Enameled One-piece Apron, Combination left hand Sink and 
right hand Laundry Tray with Overflow from Laundry Tray to Sink. Furnished 
with combined Drain Board and Laundry Tray Cover hinged to back. Fur- 
nished on concealed wall hangers and adjustable painted legs. 

DIMENSIONS 
Apron 6^' Back 8^' MH|||^ 

Length over rim, sink and tray . 50>i" i^w^^^^^K^ 

Width over rims 23^" ^- ^ UHP ~ 

Front to back inside 19M" 

Length inside, each compartment . 223^'' 

Depth inside sink 8" 

Depth inside tray 14" 

When ordering specify number. 
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PLATE D.936 



'nnite^0tate0 Enameled One-piece Roll Rim, Combination right hand Sink 
and left hand Laundry Tray with Overflow from Laundry Tray to Sink. 
Furnished with combined Drain Board and Laundry Tray Cover hinged to 
back. Furnished on concealed wall hangers and adjustable painted leg and ped- 
estal. Back 8 inches high. 

DIMENSIONS 

Length over rims, sink and tray ; 50 J^" 

Width over rims ' 23^" 

Front to back inside 1934" 

Length inside, each compartment 223^" 

Depth inside sink 8" 

Depth inside tray 14" 

When ordering specify number. 
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PLATE D-937 



7lnit^0tate0 Enameled One-piece Roll Rim, Combination left hand Sink 
and right hand Laundry Tray with Overflow from Laundry Tray to Sink. 
Furnished with combined Drain Board and Laundry Tray Cover hinged to 
back. Furnished on concealed wall hangers and adjustable painted leg and ped- 
estal. Back 8 inches high. 

DIMENSIONS 

Length over rims, sink and tray 503^" 

Width over rims 233^" 

Front to back inside 19}^" 

Length inside, each compartment 223^" 

Depth inside, sink 8" 

Depth inside, tray 14" 

When ordering specify number. 
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PLATE D-950 



Wiite&^tate0 Enameled One-piece Two Part Roll Rim Laundry Tray with 
6-inch back, on adjustable painted pedestals. Furnished with soap cup and 
wringer holder. 

DIMENSIONS 

Length over rim, double tray . 503^" 

Width over rims ; 24 J^" 

Length inside, each tray. 22" 

Front to back, inside 203/^i' 

Depth inside 14'' 

When ordering specify number. 
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PLATE D-955 



llnite&^tate0 Enameled Roll Rim Laundry Trays. Furnished in sets of two 
trays and up. Furnished with wringer holders and adjustable painted pedestals. 

DIMENSIONS 

Length over rim, each tray 273/^" 

Width over rim, each tray 27" 

Length inside, each tray 24" 

Front to back inside 23" 

Depth inside 133/^" 

Length over rims, two trays 55" 

Length over rims, three trays 82" 

When ordering specify number. 



Page 109- 



Ztnite^0tais00anUajy9n/^S^. 



V 





iluiU'^^ ^''Ut'-'fi 



PLATE D-960 



Wiite^0tate0 Enameled Flat Rim Pony Laundry Trays furnished in sets 
of two trays and up. Furnished with wringer holders and adjustable painted 
pedestals. 

DIMENSIONS 

Length over rim, each tray 24" 

Width over rim, each tray 22^" 

Length inside : ^ 21" 

Front to back inside 19" 

Depth inside 133^-^ 

Length over rims, two trays 48" 

Length over rims, three trays 72" 

When ordering specify number. 
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